ARKE, 


SAFETY DATA SHEET 


ENCOR® Flex 3186 


| 1. PRODUCT AND COMPANY IDENTIFICATION 


Company 


Arkema Inc. 
900 First Avenue 
King of Prussia, Pennsylvania 19406 


Arkema Coating Resins 


Customer Service Telephone Number: 


Emergency Information 


Transportation: 


Medical: 


Product Information 


Product name: 
Synonyms: 
Molecular formula: 
Chemical family: 
Product use: 


(877) 331-6696 
(Monday through Friday, 8:00 AM to 5:00 PM EST) 


CHEMTREC: (800) 424-9300 

(24 hrs., 7 days a week) 

Rocky Mountain Poison Center: (866) 767-5089 
(24 hrs., 7 days a week) 


ENCOR® Flex 3186 

Not available 

Complex mixture 

Polymer latex 

Binder, For Industrial Use Only. 


| SECTION 2: HAZARDS IDENTIFICATION 


Emergency Overview 


Color: white 

Physical state: liquid 

Form: aqueous dispersion 
Odor: slightly acrylic 


*Classification of the substance or mixture: 


Carcinogenicity, Category 1B, H350 


Chronic aquatic toxicity, Category 3, H412 


*For the full text of the H-Statements mentioned in this Section, see Section 16. 
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Contains high molecular weight polymer(s) and low levels of residual formaldehyde. Dried product may stick to 
the skin Causing irritation upon removal. 


| SECTION 3: COMPOSITION/INFORMATION ON INGREDIENTS 


Chemical Name CAS-No. ee 
Proprietary* > 30 -<60% 


7732-18-5 > 30 -<60 % 


GHS Classification** 


Styrene-acrylate based polymer Not classified 


Not classified 


Methanone, diphenyl- 


119-61-9 >0.1 -<0.5% 


H302, H314, H318, H335, 


Ammonium hydroxide ((NH4)(OH)) 400 PATZ 


1336-21-6 >0.1 -<0.5% 


Proprietary* < 0.01 % 


*The specific chemical identity is withheld because it is trade secret information of Arkema Inc. 


H301, H310, H330, H314, 


Heterocyclic stabilizer blend 
H318, H317, H400, H410 


“For the full text of the H-Statements mentioned in this Section, see Section 16. 


| SECTION 4: FIRST AID MEASURES 


4.1. Description of necessary first-aid measures: 


Inhalation: 
If inhaled, remove victim to fresh air. 


Skin: 
In case of contact, immediately flush skin with plenty of water. Remove contaminated clothing and shoes. Wash 
clothing before reuse, Thoroughly clean shoes before reuse. 


Eyes: 
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| SECTION 7: HANDLING AND STORAGE 


Handling 


General information on handling: 

Do not taste or swallow. 

Do not breathe vapor or mist. 

Do not get in eyes, on skin, or on clothing. 

Wash thoroughly after handling. 

Keep container tightly closed. 

Use only with adequate ventilation, 

Emptied container retains vapor and product residue. 

Observe all labeled safeguards until container is cleaned, reconditioned or destroyed. 


Storage 


General information on storage conditions: 
Keep ina dry, cool place. Store in closed containers, in a secure area to prevent container damage and subsequent 
spillage. 


Storage stability — Temperature: 
39.9 - 109.9 °F (4.4 - 43.3 °C) 


Storage stability - Remarks: 
Stable under normal conditions. May coagulate if frozen at 0°C (32°F). Material may develop bacteria odor on long 
term storage. 


Storage incompatibility — General: 
May cause coagulation: 

Acids 

Multivalent metal salts 


| SECTION 8: EXPOSURE CONTROLS/PERSONAL PROTECTION E 


Airborne Exposure Guidelines: 


Methanone, diphenyl- (1 19-61-9) 
US. OARS. WEELs Workplace Environmental Exposure Level Guide, as amended 
Time weighted average 0.5 mg/m3 


Remarks: Listed 


Only those components with exposure limits are printed in this section. Limits with skin contact designation above have skin contact 
effect. Air sampling alone is insufficient to accurately quantitate exposure. Measures to prevent significant cutaneous absorption 
may be required. Limits with a sensitizer designation above mean that exposure to this material may cause allergic reactions. 
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Upper flammable limit 
(UFL): 


PH: 

Density: 

Specific Gravity (Relative 
density): 

Vapor pressure: 


Vapor density: 


Boiling point/boiling 
range: 


Melting point/range: 
Freezing point: 
Evaporation rate: 
Solubility in water: 
Viscosity, dynamic: 


Oil/water partition 
coefficient: 


Thermal decomposition: 


Flammability: 


No data available 


6.5 - 8.0 

estimated 0.95 - 1.10 g/cm3 

estimated 0.95 - 1.10 Water=1 (liquid) 

17.500 mmHg (68 °F (20 °C)) (data for Water (7732-18-5) 
No data available. 


No data available. 


No data available. 
No data available. 
No data available 
miscible 

No data available 


No data available. 


No data available 


See GHS Classification in Section 2 if applicable 


SECTION 10: STABILITY AND REACTIVITY 


Stability: 


The product is stable at normal handling and storage temperatures. 


Hazardous reactions: 


Hazardous polymerization does not occur. 


Materials to avoid: 
May cause coagulation: 
Acids 

Multivalent metal salts 


Conditions / hazards to avoid: 


See HANDLING AND STORAGE secti 


Products below. 
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structure or function, Clinical chemistry changes 


or function 


Specific target organ toxicity - repeated exposure: 
May cause damage to organs through Prolonged or repeated exposure. (Liver, Kidney) 


Carcinogenicity 


2 years dietary administration to rat / affected organ(s): kidney, blood / Increased incidence of tumors 
was reported. 


2 years dietary administration to mouse / affected organ(s): liver, blood / Increased incidence of tumors 
was reported. 


Chronic dermal administration to mouse / No increase in tumor incidence was reported. 


Classified by the International Agency for Research on Cancer as: Group 2B: Possibly carcinogenic to humans. 


Genotoxicity 


Assessment in Vitro: 
No genetic changes were observed in laboratory tests using: bacteria, animal cells 


Genotoxicity 


Assessment in Vivo: 
No genetic changes were observed ina laboratory test using: mice 


Developmental toxicity 


Exposure during pregnancy. Oral (rat, rabbit) / No birth defects were observed. Effects on foetal development at 


doses that produce effects in mothers 


Reproductive effects 


Two-generation study. dietary (rat) / No toxicity to reproduction. 


| SECTION 12: ECOLOGICAL INFORMATION 


Chemical Fate and Pathway 


Data on this material and/or its components are summarized below. 
Data for Ammonium hydroxide ((NH4)(OH)) (1 336-21-6) 


Biodegradation: 
Standard biodegradation studies do not apply to inorganic salts. / can be converted to nitrite by bacteria 


Data for Heterocyclic stabilizer blend (Proprietary) 


Biodegradation: 


Not readily biodegradable. (28 d) biodegradation 62 % / The 10 day time window criterion is not fulfilled. 
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Take appropriate measures to prevent release to the environment. 


SECTION 14: TRANSPORT INFORMATION al 


US Department of Transportation (DOT): not regulated 


International Maritime Dangerous Goods Code (IMDG): not regulated 


[ SECTION 15: REGULATORY INFORMATION 


Chemical Inventory Status 


US. Toxic Substances Control Act TSCA The components of this Product are all on 
the Active TSCA Inventory. 


Canadian Domestic Substances List (DSL) DSL All components of this product are on the 
Canadian DSL 

China. Inventory of Existing Chemical Substances in IECSC (CN) All components of this product are listed 

China (IECSC) or exempted 

Japan. ENCS - Existing and New Chemical ENCS (JP) All components of this product are listed 

Substances Inventory or exempted 

Japan. ISHL - Inventory of Chemical Substances ISHL (JP) All components of this product are listed 


or exempted 


Korea. Korean Existing Chemicals Inventory (KECI) KECI (KR) All components of this product are listed 
or exempted 


Philippines Inventory of Chemicals and Chemical PICCS (PH) All components of this product are listed 
Substances (PICCS) or exempted 
Australian Inventory of Industrial Chemicals AU AIICL All components of this product are listed 


or exempted 


Taiwan Chemical Substance Inventory (TCSI) TCs] All components of this product are listed 
or exempted 


United States — Federal Regulations 


SARA Title Ill — Section 302 Extremely Hazardous Chemicals: 
The components in this product are either not SARA Section 302 regulated or regulated but present in negligible 
concentrations. 


SARA Title Ill - Section 311/312 Hazard Categories: 
Chronic Health Hazard 
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Benzene, ethenyl- 100-42-5 


Formaldehyde 50-00-0 


SECTION 16: OTHER INFORMATION 


Full text of H-Statements referred to under sections 2 and 3. 
H301 Toxic if swallowed. 

H302 Harmful if swallowed, 

H310 Fatal in contact with skin. 

H314 Causes severe skin burns and eye damage. 

H317 May cause an allergic skin reaction. 

H318 Causes serious eye damage. 

H330 Fatal if inhaled. 

H335 May cause respiratory irritation. 

H350 May cause cancer. 

H373 May cause damage to organs through prolonged or repeated exposure. 
H400 Very toxic to aquatic life. 

H410 Very toxic to aquatic life with long lasting effects. 
H412 Harmful to aquatic life with long lasting effects. 


Latest Revision(s): 


Reference number: 200010510 
Date of Revision: 08/17/2022 
Date Printed: 08/17/2022 


ENCOR® is a registered trademark of Arkema Inc. 


The statements, technical information and recommendations contained herein are believed to be accurate as of the date hereof. 
Since the conditions and methods of use of the product and of the information referred to herein are beyond our control, ARKEMA 
expressly disclaims any and all liability as to any results obtained or arising from any use of the product or reliance on such 
information; 


Arkema has implemented a Medical Policy regarding the use of Arkema products in Medical Devices applications that are in contact 
with the bod ilit 
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